Audi A4 


Wiring diagram 


No. 322/1 


Navigation system NS-LOW 


from 2002 m. y. 


Main fuse 


‘A97-0220 


4-Pin Relay Carrier with threaded connection 


Fuse holder 


[= CHI = cH 


Fuse Colors 
30A 2 "Greeit 
254° “White 
20A - Yellow 
145A - Blue 

140A - Red 

7,5A - Orange 
5A - Beige 


Fuse in fusebox from 23 onwards are numbered 223 


97-0242 


onwards in Current Flow Diagram. 
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&® Audi A4 Wiring Diagram No. 322/2 


Control module for navigation with CD-mechanism, fuses 


D__Ignition/Starter Switch 
J401 Control module for navigation with CD-mechanism 
S5 Fuse in fuse holder/relay panel 
$15 Fuse in fuse holder/relay panel 
T8e 8-Pin Connector, black, Control module for navigation with CD- 
mechanism 


346 ) Ground connection (Audio), in instrument panel wiring harness 


) Threaded connection -2- (30), on the relay plate 


) Ground connection (Audio) (under center console, front) 


) Plus connection (15), in instrument panel wiring hares 


S) 
rn | 


60 60 25 25 
Ievso tine ‘| Plus connection (30), in instrument panel wiring harness 
- 1 6S Plus connection (30as), in instrument panel wiring harness 
4.0 
sw 


. Plus connection -2- (30), in instrument panel wiring hamess 


Connector (15a, fuse 5), in instrument panel wiring harness 


ws 
sw 
ro 
br = brown 
gn = green 
bl = blue 
gr = grey 
fi = Tilac 
i 2 ss #4 Ss & & @ 8 14 99: = yellow 
O7-53014 ha 2 ee. 
rs = pink 
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&® Audi A4 Wiring Diagram No. 322/3 


Control module for navigation with CD-mechanism, Inside 
loudspeaker (Center Speaker) 


R_ Radio 
R70 __Inside loudspeaker (Center Speaker) 
T101 10-Pin Connector, red, radio connector IV 
T20e 20-Pin Connector, black, Control module for navigation with CD- 
mechanism 


( ) J401 Control module for navigation with CD-mechanism 


(A128) Wire connection (quiet switch), in instrument panel wiring harness 
y, 


Low Frequency + Connection (in communication wiring harness) 


Low Frequency - Connection (in communication wiring harness) 


* not with radio (Export only) 
** with Radio only 
** see applicable Telephone wiring diagram 
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&® Audi A4 Wiring Diagram No. 322/4 


Control module for navigation with CD-mechanism, Control 
module with indicator unit in instrument panel insert 


J104 ABS Control Module (w/EDL) 
J285 Control module with indicator unit in instrument panel insert 
J401 Control module for navigation with CD-mechanism 
R1 Antenna Connection 
R50 Antenna for Navigation System (GPS) 


T8e 8-Pin Connector, black, Control module for navigation with CD- 
mechanism 

T16 16-Pin Connector, black, diagnostic connection 

117b 17-Pin Connector, green, connector station A-pillar, left 

T20e 20-Pin Connector, black, Control module for navigation with CD- 
mechanism 

132 32-Pin Connector, blue, on instrument panel insert 

T32a_32-Pin Connector, green, on instrument panel insert 


Wire connection (vehicle speed signal), in instrument panel wiring 


harness 


Wire connection (RF), in instrument panel wiring harness 


(! 


Y } J285 ) 
=} R50 © Wire connection (L), in instrument panel wiring harness 
RI 
Ly Infotainment High-bus Connection (in instrument panel wiring 
harness) 
HF ys220 yeas yreza2t 
t 9,35 0.35 022 Infotainment Low-bus Connection (in instrument panel wiring 
I ont orf ws harness) 
RI Tree J401 
f f * up to 2002 m. y. 
® ** from 2003 m. y. 
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&® Audi A4 


Wiring Diagram 


9 Diag No. 322/5 
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32. 


white 
black 
red 
brown 
green 
blue 
grey 
litac 
yellow 
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pink 


Board Computer Function Selector Switch II, Control module 
with indicator unit in instrument panel insert 


£272 
J285 
132 

32a 


Board Computer Function Selector Switch II 

Control module with indicator unit in instrument panel insert 
32-Pin Connector, blue, on instrument panel insert 

32-Pin Connector, green, on instrument panel insert 


Ground connection (sensor Ground) -1-, 
harness 


in instrument panel wiring 


) Wire connection (58s), in instrument panel wiring harness 
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